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should be avoided where the object is to oltam all the Jieat which could be produced by the combustion of the entire of the constituents of the fuel.*

* On this point Dr. Ure observes, " When a boiler is set over a fire, its bottom should not be set too near the grate, lest it refrigerate the flame, and prevent that vivid combustion of the fuel so essential to the maximum production of heat by its means. Tbe evil influence of leaving too little